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SUBJECT: OPTICAL DIGITIZER AND SCANNER TO HUNGARY - 
IL 1565 

REF: COCOM DOC. (75) 1269. (STATE 145301) 

1. IN APPROVING REF CASE FRENCH DEL EXPRESSED PUZZLE- 
MENT REGARDING APPLICATION ITEM 1565(D) TO SUBJECT EQUIP- 
MENT. AS EQUIPMENT WAS TO BE USED OFF-LINE WITH A 

TYPE U-9200 COMPUTER THE FRENCH DID NOT SEE HOW EQUIP- 
MENT COULD BE CONSIDERED EMBARGOED BY 1565. 

2. GERMAN DEL REQUESTED CITATION COCOM DOC. NUMBER FOR 
1968 U-9200 COMPUTER EXPORT CITED PARA 3 REFTEL. 

3. ACTION REQUESTED: 

A) INSTRUCTIONS FOR REPLY TO FRENCH DEL. 

B) COCOM CITATION OF 1968 CASE. 
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